DOCKETED ITEMS     143

9105300331 NRC Info Notice 91-034, "Potential Problems in Identifying Causes of
Emergency Diesel Generator Malfunctions. " Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/03
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172.

9106040339 NRC Info Notice 91-036, "Nuclear Plant Staff Working Hours." Svc list
encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/10
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244.

9106240021 Forwards insp rept 50-483/91-06 on 910604-07.No violations noted
GREGER.L.R. Region 3 (Post 820201). 91/06/14. SCHNELL.D.F. Union Electric Co
2pp. 58185:135-58185:154.

-9106240040 Insp rept 50-483/91-06 on 910604-07.No violations noted. Major areas
inspectedannual emergency preparedness exercise.involving review of exercise sce-
nario & observation by six NRC representatives of key functions.
PLOSKI.T., SIMONS.H., CANIANO.RJ.   Region 3  (Post 820201).  91/06/14.   18pp
58185:137-58185:154.

R. Periodic operating reports & related correspondence

9106190076 Monthly operating rept for May 1991 for Callaway Unit 1. W7910607 Itr
MCCANN.RJ., BLOSSER.J.D. Union Electric Co. 91/05/31. 6pp. 58189-218-
58189:223.

9106180032 Forwards annual rept.summarizing written safety evaluations of changes
approved & implemented.since changes reported in 900612 Itr.per 10CFR50.59.
SCHNELL.D.F. Union Electric Co. 91/06/06. Document Control Branch (Document
Control Desk). 59pp. 58178:167-58178:226.
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F. Security, medical, emergency & fire protection plans

9106040227 Forwards Insp Repts 50-498/91-17 & 50-499/91-17 on 910508-22.Viola-
tion noted but not cited re failure to conduct adequate searches at access control
points to plant. Details withheld (ref 10CFR73.21).

COLLINS.S.J. Region 4 (Post 820201). 91/05/29.  HALL.D.P. Houston Lighting &
Power Co. 3pp. 57914:068-57914:072.

-9106040229 Partially withheld Insp Repts 50-498/91-17 & 50-499/91-17 on 910508-22
(ref 10CFR73.21).Major areas inspected:physical security program.access control of
personnel & packages & loaded weapon admitted to protected area on 910502.
MCLEAN.M.L,  CAIN.C.L   Region   4   (Post   820201).   91/05/24.   2pp.   57914:071-
57914:072.

9106190082 Notification of significant licensee meeting 91-068 w/util on 910621 to dis-
cuss apparent violation of physical security program at facility.

COLLINS.S.J. Region 4 (Post 820201). 91/06/10.  Region 4 (Post 820201). 3pp.
58142:180-58142:182.

9106190022 Forwards insp repts 50-498/91-14 & 50-499/91-14 on 910430- 0503 &
notice of violation.

COLLINS.S.J. Region 4 (Post 820201). 91/06/12.  HALL.D.P. Houston Lighting &
Power Co. 3pp. 58142:035-58142:045.

-9106190030   Notice   of   violation   from   insp   on   910430-0503.Violation   noted:on
910418,licensee not able to augment on-shift emergency response organization within
approx 45 to 60 minutes of being notified.
* Region 4 (Post 820201). 91/06/12. 1p. 58142:038-58142:038.

-9106190036 Insp repts 50-498/91-14 & 50-499/91-14 on 910430-0503. Violations
noted.Major areas inspected:regional initiative insp of shift staffing & augmentation ca-
pabilities in emergency response organization.

TERC.N.N.,   MURRAY.B.   Region   4   (Post   820201).   91/05/29.   7pp.   58142:039-
58142:045.

9106200135 Ack receipt of 910426 Itr transmitting objectives & guidelines for upcoming
emergency preparedness exercise. Exercise scenario & associated matls should be
submitted at least 60 days prior to exercise.

COLLtNS.SJ. Region 4 (Post 820201). 91/06/17. HALL.D.P. Houston Lighting &
Power Co. 3pp. 58200:195-58200:197.

9106200142 Ack receipt of 910521 request for extension of interval for requalification
training from 910601 to 0801 for selected members of emergency response
organization.Request justified.

COLLINS.S.J. Region 4 (Post 820201).  91/06/17. HALL.D.P. Houston Lighting &
Power Co. 3pp. 58204:359-58204:361.

9106260001 Ack receipt of 910311 Itr per 901105 telcon re corrective actions in re-
sponse to weaknesses noted in Insp Repts 50-498/90-10 & 50-499/90-10.
COLLINS.S.J. Region 4 (Post 820201). 91/06/19. HALL.D.P. Houston Lighting &
Power Co. 3pp. 58227:345-58227:351.

9106280185 Notifies that 910821 graded exercise scenario manual for plant delivered to
Region IV.Scenario manuals include revised set of exercise objectives for 1991 emer-
gency response exercise scenario.

JUMP.W.J. Houston Lighting & Power Co. 91 /06/28. Document Control Branch (Doc-
ument Control Desk). 2pp. 58273:122-58273:123.

P. Operating license stage documents & correspondence

91060S0002 Forwards Amends 24 & 14 to Licenses NPF-76 & NPF-80, respectively &
safety evaluation.Amends change TS to permit continuation of surveillance testing for
certain ESFAS instrumentation w/one of four devices inoperable.
DICK.G.F. Project Directorate IV-2. 91/05/17. HALL.D.P. Houston Lighting & Power
Co. 2pp. 58003:175-58003:186.

-9106050005 Amends 24 & 14 to Licenses NPF-76 & NPF-80,respectively, changing TS
to permit continuation of surveillance testing for certain ESFAS instrumentation w/one
of four redundant actuation devices inoperable by bypassing device.
DICK.G.F. Project Directorate IV-2. 91/05/17. 7pp. 58003:177-58003:183.

-9106050007 Safety evaluation supporting Amends 24 & 14 to Licenses NPF-76 &
NPF-80,respectively.

*   Office of Nuclear Reactor Regulation,  Director (Post 870411).  91/05/17. 3pp.
58003:184-58003:186.

9106120129 Informs of completion of Investigation of SPEAKOUT Concern Number
12180 re Allegation Number RUV-91-A-0034.

JORDAN.TJ. Houston Lighting & Power Co. 91/06/03. Document Control Branch
(Document Control Desk). 2pp. 58106:100-58106:101.

9106120243 Forwards "South Texas Project Electric Generating Station Unit 1,Reactor
Containment Bldg Integrated Leak Rate Test Rept."

JUMP.W.J. Houston Lighting & Power Co. 91/06/03. Document Control Branch (Doc-
ument Control Desk). 2pp. 58106:312-58107:028.

-9106120250 "South Texas Project Electric Generating Station Unit 1, Reactor Contain-
ment Bldg Integrated Leakage Rate Test Rept."

*    Houston   Lighting   &   Power   Co.   GP-R-263103.   91/03/04.   76pp.   58106:314-
58107:028.

9106120137 Requests withdrawal of proposed Tech Spec changes based on STPEGS
PRA.

JUMP.W.J. Houston Lighting & Power Co. 91/06/05. Document Control Branch (Doc-
ument Control Desk). 2pp. 58106:102-58106:103.

Q. Inspection reports, IE Bulletins & correspondence

9105090386 NRC Info Notice 91-032, "Possible Flaws in Certain Piping Sys Fabricated
by Associated Piping & Engineering." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/15.
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262.

9106040227 Forwards Insp Repts 50-498/91-17 & 50-499/91-17 on 910508-22.Viola-
tion noted but not cited re failure to conduct adequate searches at access control
points to plant. Details withheld (ref 10CFR73.21).

COLLINS.SJ. Region 4 (Post 820201). 91/05/29. HALL.D.P. Houston Lighting &
Power Co. 3pp. 57914:068-57914:072.

-9106040229 Partially withheld Insp Repts 50-498/91-17 & 50-499/91-17 on 910508-22
(ref 10CFR73.21).Major areas inspected:physical security program.access control of
personnel & packages & loaded weapon admitted to protected area on 910502.
MCLEAN.M.L,   CAIN.C.L   Region   4   (Post  820201).   91/05/24.   2pp.   57914:071-
57914:072.

9105230062 NRC Info Notice 91-033, "Reactor Safety Info for States During Exercises
& Emergencies." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/31.
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087.

9106140052 Notification of contract execution.Task Order 34 to "Nuclear Power Reac-
tor Design Insp Svcs," awarded to AECL Technologies.

DUBOSE.B.J. Division of Contracts & Property Management (Post 890205). NRC-03-
90-031. 91/05/31. SCHWINK.W.S. Program Management, Policy Development &
Analysis Staff (Post 870411). THOMAS.B.E. NRC - No Detailed Affiliation Given. 1p.
58249:277-58249:284.

-9106140058 Ltr contract awarding Task Order 34, "Electrical Distribution Sys Function-
al Insp - South Texas" to "Nuclear Power Reactor Design Insp Svcs," to AECL Tech-
nologies.

EDGEWORTH.PJ. Contract Administration Branch 1 (Post 900603). NRC-03-90-031.
91/05/31. SHIFLETT.D.R, AECL Technologies. 7pp. 58249:278-58249:284.

9105300331 NRC Info Notice 91-034, "Potential Problems in Identifying Causes of
Emergency Diesel Generator Malfunctions. " Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/03.
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172.

9106100001 Ack receipt of 910516 Itr in response to 910415 notice of violation.Review
finds reply responsive to concerns raised in notice of violation.
COLLINS.SJ. Region 4 (Post 820201). 91/06/04. HALL.D.P. Houston Lighting &
Power Co. 4pp. 57932:008-57932:011.

9106110107 Ack receipt of 910514 Itr in response to 910417 Itr & NOV re insp repts 50-
498/91-08 & 50-499/91-08.

COLLINS.S.J. Region 4 (Post 820201). 91/06/05. HALL.D.P. Houston Lighting &
Power Co. 2pp, 57998:008-57998:025.

9106040339 NRC Info Notice 91-036. "Nuclear Plant Staff Working Hours." Svc list
encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/10.
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244.

9106190082 Notification of significant licensee meeting 91-068 w/util on 910621 to dis-
cuss apparent violation of physical security program at facility.
COLLINS.SJ. Region 4 (Post 820201). 91/06/10. Region 4 (Post 820201). 3pp.
58142:180-58142:182.

9106190022 Forwards insp repts 50-498/91-14 & 50-499/91-14 on 910430- 0503 &
notice of violation.

COLLINS.SJ. Region 4 (Post 820201). 91/06/12. HALL.D.P. Houston Lighting &
Power Co. 3pp. 58142:035-58142:045.

-9106190030 Notice of violation from insp on 910430-0503.Violation noted:on
910418,licensee not able to augment on-shift emergency response organization within
approx 45 to 60 minutes of being notified.

*  Region 4 (Post 820201). 91/06/12. 1p. 58142:038-58142:038.

-9106190036 Insp repts 50-498/91*14 & 50-499/91-14 on 910430-0503. Violations
noted.Major areas inspectedrregional initiative insp of shift staffing & augmentation ca-
pabilities in emergency response organization,

TERC.N.N., MURRAY.B. Region 4 (Post 820201). 91/05/29. 7pp. 58142:039-
58142:045. handouts encl.
